To:  Alert,  Tana[Alert.Tana@epa.gov];  Pease,  Amanda[Pease.Amanda@epa.gov];  searles, 

zizi[searles. zizi@epa.gov];  Yee,  Wilson[Yee.Wilson@epa.gov] 

Cc:  Moore,  Kathi[Moore. Kathi@epa.gov] 

From:  Duncan,  Will 

Sent:  Wed  8/12/2015  12:18:46  AM 

Subject:  RE:  Gold  King  - Deployment  Info 


This  is  great  Tana.  You  are  awesome! 


Will  C.  Duncan  III,  CHMM 
Section  Chief 

Tribal  Lands  Cleanup  Section 
75  Hawthorne  Street 
San  Francisco,  CA  94105 


Email:  Duncan.will@epa.gov 
Office  Phone:  (415)972-3412 


From:  Alert,  Tana 

Sent:  Tuesday,  August  1 1,  2015  4:54  PM 
To:  Pease,  Amanda;  searles,  zizi;  Yee,  Wilson 
Cc:  Duncan,  Will;  Moore,  Kathi 
Subject:  Gold  King  - Deployment  Info 


Hi  all, 


Here’s  Gold  King  deployment  information: 


•□□□□□□□□The  Incident  Command  Post  (ICP)  is  located  at  the  Farm,  Farmington,  NM. 


2410176 


ED  000552C  00002697-00001 


The  ICP  is  181  miles  northwest  of  Albuquerque,  New  Mexico,  via  US-550.  The  ICP 
address  is: 

The  Farm 

605  E Apache  St 

Farmington,  NM  87401 

•□□□□□□□□  Incident  Commander  is  Randy  Nattis  and  he  can  be  reached  at  415-940- 
1008 

•□□□□□□□□  Hotel  info: 

O Hampton  Inn  -1500  Bloomfield  Blvd  Farmington,  NM  87401 
(505)  564-3100 

O Marriott  Courtyard  - 560  Scott  Avenue  Farmington,  NM  87401 
(505)  325-5111 

o home2suites  -777  South  Browning  Parkway,  Farmington,  NM  87401 
(505)325-1500 

•□□□□□□□□  URL  to  all  three:  http://www.roomkev.com/ii/ 

Safe  travels, 


Tana  Alert 
U.S.  EPA,  Region  IX 
Civil  Investigator 
Tel:  415.972.3090 

alert.tana@epa.gov 
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